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Vf. A new Rind of Hydrometer made by Hr. 
Clarke, and communicated to the Society by 
J. T. Defaguliers, L. L. D. F. S. 

H E Hydrometer, by fome called Areometer, 
is an inftrument commonly made of Glafs, as re- 
prefented by Figure i, con lifting of a 
Stem A B, graduated by fmall Beads of 
Glafs of different Colours, ftuck on the 
Outfide, a larger Ball, B, quite empty 
as well as the Stem, and a fmall Ball, 
C, filled with Quickfilver before the 
End A, was hermetically fealed, in fuch 
Manner as to make the Hydrometer 
fink in Rain Water as deep as m , the 
Middle of the Stem. Such an Inftru¬ 
ment does indeed (hew the different 
fpecifick Gravity of all Waters or Wines, 
by finking deeper in the lighter, and 
emerging more out of the heavier Li¬ 
quors j but as it is difficult to have the 
Stem exactly of the fame Bignefs all 
the Way, and if it could be had, the 
fame Inftrument would not ferve for 



Water and Spirits, finking quite over Head in Spirits 
when, made for Water, and emerging in Water with 
Part of the great Ball out, when made for Spirits. The 
Hydrometer has only been ufed to find whether any 
one Liquor is fpecifically heavier than another-, but 
not to tell how much, which cannot be done with¬ 
out a great deal of Trouble, even with a nice Inftru¬ 
ment. The Hydroftatical. Balance has fupplied the 
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Place of the Hydrometer, and Chews the different fpe- 
cifick Gravity of Fluids to a very great Exadnefs. 
But as that Balance cannot well be carried in the Pock¬ 
et, and much lefs managed and underftood by Perfons 
not ufed to Experiments, Mr. Clarke was refolved 
to perfect the Hydrometer for the Ufe of thofe that 
deal in Brandies and Spirits, that by the Ufe of the In- 
ftrument they may, by Infpedion, and without Trou¬ 
ble, know whether a fpirituous Liquor be Proof, 
above Proof, or under Proof, and exadly how much 
above or under: And this muft be of great Ufe to the 
Officers of the Cuftoms,who examine imported or ex¬ 
ported Liquors. 

After having made feveral 
fruitlefs Trials with Ivory, be- 
caufe it imbibes fpirituous Li¬ 
quors, and thereby alters its 
Gravity, he at laft made a 
Copper Hydrometer, reprefented 
by Fig. z, having a Brafs Wire of 
about j-Inch thick going through, 
and foldered into the hollow 
Copper Ball, B b. The upper 
Ball of this Wire is filed flat on 
one Side, for the Stem of the 
Hydrometer, with a Mark at 
to which it finks exadly in Proof 
Spirits. There are two other 
Marks, A and B, at Top and Bot¬ 
tom of the Stem, to Chew whe¬ 
ther the Liquor be A above 
Proof (as when it finks to A) or 
& under Proof (as when it emer¬ 
ges 
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ges to B) when a BrafsWeighr, fuch as G, has been fcrew- 
ed on, to the Bottom at c . There are a great many 
fuch Weights of different Sizes, and marked to be 
fcrewed on, inftead of C, for Liquors that differ more 
than /a from Proof, fo as to ferve for the fpecifiek Gra¬ 
vities in all fuch Proportions as relate to the Mixture 
of fpirituous Liquors, in all the Variety made Ufe of 
in Trade. There are alfo other Balls for fhewing the 
fpecifiek Gravities quite to common Water, which 
makes the Inftrument perfeft in its Kind. 


VII. An Account of an Aurora Borealis attend¬ 
ed with unufual Appearances , in a Letter from 
the Learned Mr. G. Cramer, 'Pro/. Math. 
Genev. to James Jurin, M. T>. and F. <]$. S. 

I Have been fo overcharged with Bufinefs fince I 
came here, that I had hardly Time enough to think 
of writing. 

Being now a little more at Leifure, I would not 
mifs the Occafion of an Aurora Borealis , which ap¬ 
peared here the 15th of Feb. N. S. accompanied with 
fome Circumftances rare enough to be worth your Con- 
fideration. 

The Aurora it felf had nothing extraordinary ; it 
was a quiet one, that is, without any fenfible Motion, 
except, perhaps, an alternative Increafe and Diminution 
of apparent Altitude. Whether it was for this Rea- 
fon, or becaufe the Light had its Edge imperceptibly 
confounded with the Colour of Heaven, feveral Peo¬ 
ple judged of that Altitude feverally. There are fome 
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